HOME OF A GREAT UNIVERSITY
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London University was founded in 1836, and reconstituted in 1900, but it was several years

before a Royal Commission recommended that the University should have a home worthy of

the reputation it had deservedly gained.  The outcome eventually was the erection of the new

University of London building in Malet Street, Bloomsbury, seen in our picture above.



Sydney W. Naobery.
For several reasons British cities have never attempted to emulate the feats of American builders
in ejecting the towering skyscrapers of the U.S.A., but the newest buildings in London and
other cities have a dignity and air of solidity in keeping with British traditions. Our photograph
shows one of the latest types of big buildings, Dorset House, Marylebone, London.